Front: Nassif, Julianne (DPH) <Julianne.Nassif@MassMail.State.MA.US> 

Sent: Thursday, August 11,2011 1:18 PM 

To: DPH-BLS <DPH-BLSl@MassMail.State.MA.US>; Farak, Sonja (DPH) 

<Sonja.Farak@MassMail.State.MA.US>; Hanchett, James (DPH) 
<James.Hanchett@MassMail.State.MA.US>; Pontes, Rebecca (DPH) 
<Rebecca.Pontes@MassMail.State.MA.US>; Salem, Sharon (DPH) 
<Sharon.Salem@MassMail.State.MA.US> 

Subject: Message from Dr. Han - All Staff Meeting 8/12/11 


I am sending this message on behalf of Linda Han - 

Please join me for an all-staff meeting tomorrow morning (8/12/11) at 11 am in the auditorium. I will be 
providing an update on the current status of the BLS budget. My apologies for the late notice, and 
thanks. 

Linda 


juUai^M Nassif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 


Farak email PRR 002623 




